RG104 E-l Box 184 







Bureau of the Mint, 





November 21 

-X 




Superintendent Mint U.S., 

Philadelphia,.Penna. 

Sir: 

I received the package of gold bull-ion for the use of the Rock Island 
Arsenal-, forwarded by you on the 18th instant, and have transmitted the 

"same to the Chief of Ordnance, together with your account for it, with 
the request that a draft for the amount, $892.11, be transmitted you. 


Respectfully yours 



Director of the Mint. 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
November 21, 1893 

Superintendent Mint U.S., 
Philadelphia, Penna. 

Sir: 


I received the package of gold bullion for the use of the Rock Island Arsenal, forwarded 
by you on the 18th instant, and have transmitted the same to the Chief of Ordnance, together 
with your account for it, with the request that a draft for the amount, $892.11, be transmitted you. 

Respectfully yours, 

R.E. Preston, 

Director of the Mint. 



